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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 00986 040937Z 

16 

ACTION EUR- 12 

INFO OCT-01 NEA-09 ISO-OO EB-07 RSC-01 /030W 

017542 

R 040736Z FEB 75 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 7810 
AMEMBASSY BEIRUT 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 986 

E.O. 11652: NA 
TAGS: BTIO 

SUBJ: FOREIGN GOVT TENDER: PREQUALIFICATION APPLICATION FOR 
ANKARA (IVEDIK) WATER TREATMENT PLANT AND PRE-CHLORINATION STATION 

REF A) ANKARA 1483 2/27/74 NOTAL, B) ANKARA 2557 4/4/74 NOTAL 

1. ANKARA 1483 

2. 489/01/TO155 UPDATE 

3. 022674 

4. GOT AGENCY (STATE HYDRAULIC WORKS - DSI) HAS CANCELLED ITS 
TENDER FOR ANKARA WATER TREATMENT PROJECT. (ONLY TWO FOREIGN 
FIRMS - WPI/WATER PROJECT INTERNATIONAL OF U.K. AND 
DEGREMOND (FRANCE) HAD RESPONDED TO DSI OUT OF NINE FIRMS 
PREVIOUSLY PREQUALIFIED AND INVITED TO BID BY DSI INCLUDING 

U.S. FIRM EIMCO ENVIROTCH). INVITATION FOR PREQUALIFICATION 
DATA WILL AGAIN BE ANNOUNCED WITHIN NEXT FEW MONTHS. 

REVISED PROJECT WILL BE INCREASED TO 564,000 CUBIC METERS/ 

DAY AND WILL BE ON TURN-KEY JOINT VENTURE BASIS. THIS MEANS 
THAT OTHER U.S. FIRMS AT THAT TIME WILL AGAIN HAVE OPPORTUNITY 
TO PARTICIPATE. 

MACOMBER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ANKARA00986 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750040-0263 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750276/aaaacqcn.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 ANKARA 1483, 75 2/27/74, 75 ANKARA 2557, 75 4/4/74 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 15 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 5 APR 2003 by RuthemTJ>; APPROVED <05 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVT TENDER: PREQUALIFICATION APPLICATION FOR ANKARA (IVEDIK) WATER TREATMENT PLANT AND PRE- 
CHLORINATION STATION 
TAGS: BTIO 
To: COM BEIRUT 
Type: TE 
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